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UNITED STATES COURT OF APPEALS 


FOR THE FOURTH CIRCUIT 
1100 East Main Street, Suite 501 
Richmond, Virginia 23219-3517 

www.ca4.uscourts.g0Vv 


November 26, 2019 


No. 19-2338, Inre: Brian Hill 
1:13-cr-00435-TDS-1 


TO: Brian David Hill 
Absent the filing and granting of an appropriate motion, this court does not accept 
for filing any form of electronic media submitted in pro se appeals. The dvd/cd 


submitted with your documents is returned herewith. 


As this court has access to the entire record of the proceedings before the district 
court, there is no requirement to attach materials from the record to your filings. 


Sincerely, 


/s/ Jeffrey S. Neal 
Deputy Clerk 


